United States Department of Agriculture 
Animal and Plant Health Inspection Service 


S TAYLOR 



(INSPECTION REPORT) 


3142 cust_id 
137195 insp_id 
14064 site_id 


WILLIAM WOODCOCK 
WOODCOCK'S PERFORMING 
ELEPHANT 


1614 33RD ST., SE 
RUSKIN, FL 33570 


Customer ID: 3142 
Certificate: 58-00194 

Site: 001 

WOODCOCK’S PERFORMING 

Inspection 

Type: ROUTINE INSPECTION 
Date: JAN-10-2003 


Facility complied with all applicable regulations and standards. 

Note: Tb re-testing of the elephants has been scheduled, due to a sampling method error in the samples taken in the 
previous week. One handler has been tb tested and the other is scheduled soon. 
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